.  SAINT  JAMES  CHURCH 

WILMINGTON,  NOR-^H  CARODN 
Z  Episcopal    church    built    1839*  near  site 
^-^  building  established   1751.   In  back  of 
o  graves  of  Cornelius  Harnett  and  Thorn 

Famous  painting  "Ecce  Homo"  hangs 

vestry. 


